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SOURCE EVALUATIONS ARE DEFINITIVE. APPRAISAL OF CONTENT IS TE NTATIVE. 


1. The following tabulation represents planned production figures "for 

i 960 for VEB Indust riewerke Ludwigsfelde. Products are given in units; 
values , in thousands of DME: 




Item 

Number 

Value 

TL 0l4 engine * 

44 

13,819 

Racing boat motors, RM 175 

100 

250 

Boat motors, BD 

300 

14-50 

Repair program for TL 013 (sic) 

4 

680 

Repairs for the NVA 

42 

2,933 

"Berliner Baer” motor scooter 

30,000 

52,500 

Camping trailers 

1,000 

400 

Rear-view mirrors for autos and 
for motorcycles 

50,000 

4l6 

Chrome strips for motor scooters 

10,000 

350 



Spare parts for motor scooters 
Alterations: 

includes reworking of the 
TL 0l4 


l,4l6 

9,449 
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Comment : The fact that the compressors on the already existing ^nyi HI IM 
TL 014 engines are to be rebuilt, has caused the plan to be revised down- ^ U 

ward in this category to 33 engines in i960. 
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